CHRISTMAS  AT  HOLY  HILL 

Shrine  of  Mary  —  Help  ol  Christians.  U.S. 
most  favorite  place  of  Pilgrimage.  Highest 
located  church  in  the  State  of  Wisconsin.  About 
1.500  feet  above  sea  level.  30  miles  Northwest 
of  Milwaukee  on  State  Highway  167.  Refer 
to  Highways  41-83-16-30  or  60. 
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